V. 9, (vi)

DATA OP HIGH DAMS IN INDIA

(e) Railway Lines

(/) Temples, mosques, e&.

(g) Graves, etc.

(Ji) Trees, garden^,  pastures,

houses, wells, eic*
(i) Bridges

(3)  Compensation paid under each category
of item (2)

(4)  Method of compensating for land
of dispossessed landholders

V. AUXILIARY

(1) Surplussing works

(2) Outlet works

(3)  Scouring works

(4)  Inspection facilities

Spillway is 360 foot long and is provide^
with 6 gates oaeli 52 feet by 3.8
feet. The gates are of stoney
patent lift shutters.

Two outlet pipoH each 8*5 feet
diameter fitted with screen and
cut off gates on the upstream side
and are worked upon by regulating
valves.

There is a drainage and inspection
gallery five feet by seven feet with
a semi circular arched roof at K.L*
372*00.

(5)  Fish pass
(6)  Means for dissipating energy be-
low the spillway
VI, POWEE HOUSE
(1)  Hydraulic head                                 Gross head 300 foot
(2)  Name   and uddmgs of Licensee   The Suporhtending Engineer,
with managing agents (if any)                 nas^m Electricity System, Madura
(3)  Generating units
(a)  Type                                         (a) Frauein turbiuo
(b)  Number                                     (6^ 3 of which onoia spare.
(c)  Capacity
(i) Krm                                          (?) 7,250 KVA each or 21,750 EVA
(ii) Secondary
468